1502
UNIT  CONSTRUCTION  COSTS
7900.—:
Plant and Bunker Bins
NUMBER     NAME OP ACCOUNT
LABOR        MATERIAL
TOTAL
QUANTITY
7901 7902	Foundation ..........	$11,577. 6,256.	53 34	$681. 14,513.	90 21	$12,259.43 20,769.55		12,319 cu. yd. 2,809.7    "	COST $0.99 7.39	
7903	Steel structure .......	..........     ; ........         47,404.86						548.71 tons	86.	39
7904	Conveyors 7L-72 ......	564.	34	6,373.	,67	6,938	.01	380.2ft.	18.	24
.1	««         gi_g2_g3 ___	1,211.	01	8,718,	.98	9,929	.99	562 ft.	17.	67
.2	««              gi_Q2_93_									
	IQi-lO2 .....	1,912.	20	9,756.	,19	11,668	.39	905.5 ft.	12.	88
.3	Bunker bin gates .....	161.	58	1,021.	,64	1,183	.22	42 gates	28.	17
.4	Chutes for  conveyors									
	71 to 102 inc ........	658.	91	842,	.60	1,501	.51	276.2 cwt.	5.	44
7905	Two reclaimers .......	3,103.	28	30,579.	.45	33,682	.73	2 reclaimers	16,841 .	37
.1	"    wiring ..........	377.	21	131.	.19	508	.40	2	254.	20
7906	Lighting .............	306.	85	127.	.38	434	.23	63 drops	6.	89
7907	Transfer car ..........	739.	12	3,823.	.19	4,562	.31	1 car	4,562.	31
7908	Signal system ........	67.	68	28.	.74	96	.42			
Total cost—Bedding plant and bunker bins.....     $150,939.05
8100.—Roasting Plant
NUMBER      NAME OP ACCOUNT
LABOR       MATERIAL
TOTAL
QUANTITY
8101 8102 8103
8104
.1
8105 .01
.02
8106.01 .02 .03
8107
8108 8109 8112 8112.1
8113
.1 .2
Excavation............
Foundation...........
Steel structure.........
Elevator..............
Roasters, cost and erection .......
" alterations... " brickwork.... " unloading
brick........
"        centering   for
brickwork----
Roaster flue, spouts.... " " tile work.. 11 " painting
inside.....
Shafting,   pulleys   and
belting.............
Motor................
Lighting..............
Motor-driven fans.....
Blast pipe from fans to
roaster.............
Conveyor No. 12......
Stile over conveyors----
Total cost—Roasting plant
$1,547.07 765.42
1,069.63
$1,547.07    1,216 cu. yd/
1,835.05    250.5      " 37,252.67    445. 28 tons
COST
$1.27
7.33
83 . C6
2,189.62    5 tons capacity       437.92
3,716.94
620.49
4,730.85
363.14
1,389.62 116.52 374.82
8.50
118.24
277.08
340.64
77.69
1,569.62
164.15
476.29
98.91
56,326.09
81.69
12,336.35
588.25 568.99 400.36
3.97
1,999.89 463.96 157.70
1,405.91
656.62
805.05
3,472.23
199.80
60,043.03    8 roasters
702.18    .............
17,067.20    16,104 cu. ft.
363.14    1,231. 01 tons
1,977.87    8 roasters
685.51    10 spouts
775.18    2,365 cu. ft.
12.47    73 sq. yd.
7,505.38
2,118.13 741.04 498.34
1,483.60
2,226.24 969.20
3,948.62 298.71
164 lin. ft. 30 h.p. 67 drops 2 fans
240 ft. 51.2 ft. 217.3 ft. 2.40 tons
$136,734.87
8120.—Roaster Dust Chamber
1 . GO
0. 29
247 . 23
68.55
0.33
O.17
12.92
24. 7O
7.44
741.SO
9. 2H 18.93 18.17
124.46
TOT A. I,,
NUMBER
NAME OP ACCOUNT
LABOR      MATERIAL       TOTAL
QUANTITY
8121         Excavation	$918 74      $194 09	$1 112 83     1,194 cu. yd.	COST SO   93
8122         Foundation ............	.....     1,049.71     1,775.05	2,824.76     472.9	5 . 97
8123         Steel structure ..........		34,745.41    415. 68 tons	83.59
. 01   Wire baffles ........	.   . .        523 63    4,758.23	5 281 86    604 . 8 c. wires	8   73
.1     Tile work ..............	.....     2,268.29     2,585.45	4,853.74     14,980 cu. ft.	0 . 33
. 1 1   Unloading tile	307 72          .....	307 72    525.05 tons	O   U9
.2     Painting outside    .	.....        304.75        115.82	420.57    2,851 sq. yd.	O   15
. 3     Painting inside .........	.....          93.50          24.37	117.87    950	0.12
Total cost—Roaster dust chamber.................     $49,664.76I), 43 1.15
